40       DOCKETED ITEMS

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11 pp. 60948:140-60948:150.

9203090136 Advises that mods for application of corrosion resident cladding cuurently
scheduled to be completed during next refueling outages for Units 2 & 3 (Jan & Sept
1993, respectively),per Generic Ltr 88-01 re JGSCC insp program.
PLET.P.L Commonwealth Edison Co. 92/02/28. Office of Nuclear Reactor Regula-
tion/Director (Post 870411). 2pp. 60884:244-60884:245.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203100192 Responds to NRC 920206 Itr re violations noted in insp repts 50-237/91-33
& 50-249/91 -36.Corrective actions:TS 1600-6 to be revised to initiate deviation rept
for surveillance failure & surveillance will include all 22 insp ports.
KOVACH.TJ. Commonwealth Edison Co. 92/03/06. Document Control Branch (Docu-
ment Control Desk). 8pp. 60899:338-60899:345.

9203170080 Responds to NRC 910820 Itr re violations noted in insp rept 50-237/91-39
& 50-249/91 -43.Corrective actions:operations dept was notified & hydrogen addition
was secured.

KOVACH.TJ. Commonwealth Edison Co. 92/03/11. Document Control Branch (Docu-
ment Control Desk). 3pp. 60972:355-60972:357.

9203240026 Forwards insp repts 50-237/92-02 '& 50-249/92-02 on 920113- 0302 &
notice of violation.One non-cited violation also noted during insp.
GREENMAN.E.G.   Region  3  (Post  820201).  92/03/12.  REED.C.  Commonwealth
Edison Co. 2pp. 61053:029-61053:052.

-9203240031 Notice of violation from insp on 920113-0302.Vioiations noted:corrective
actions to condition adverse to quality occurring on 901208.failed to preclude repeti-
tion of unplanned unit 3 group II isolation on 920115.
GREENMAN.E.G. Region 3 (Post 820201). 92/03/12. 2pp. 61053:031-61053:032.

-9203240040 Insp repts 50-237/92-02 & 50*249/92-02 on 920113-0302. Violations
noted.Major areas inspectedroperational safety, monthly maint & surveillance.training
effectiveness,rept review.events followup & safety assessment.
BURGESS.B.L. Region 3 (Post 820201). 92/03/11. 20pp. 61053:033-61053:052.

9203270153 Informs that NRC agrees to deferral of IGSCC insp of welds for one
putage.per 920206 request.Any changes to plans to examine welds during next refuel-
ing outage should be communicated to NRC in sufficient time for evaluation,
SIEGEL.B.L Project Directorate III-2. 92/03/20. KOVACH.T.J. Commonwealth Edison
Co. 2pp. 61121:111-61121:112.

9203300069 Forwards insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 & 09-
10.No violations noted.

GREGER.LR. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison
Co. 2pp. 61110:299-61110:305.

-9203300074 Physical security insp repts 50-237/92-04 & 50-249/92-04 on 920304-05
& 09-10.No violations noted.Major areas inspected: mgt support.protected & vital area
physical barriers, detection & assessment aids & alarm stations.
MADEDA.T.J., CREEDJ.R.  Region 3  (Post 820201).  92/03/19. 5pp. 61110:301-
61110:305.

R. Periodic operating reports & related correspondence

9203120125 "Number of Personnel & Person-Rem by Work & Job Function for 1991."
W/920129 Itr.

SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS.A.B. Region 3 (Post
820201). 2pp. 60925:317-60925:318.

9203300107 "Annual Radiological Environ Operating Rept" Part 3.W/920310 Itr.
SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS.A.B. Region 3 (Post
820201). 150pp. 61199:002-61199:179.

9203120096 Forwards occupational radiation exposure portions of station operating
repts. W/o encl.

RESCEK.F.  Commonwealth  Edison  Co.  92/02/27.   DAVIS.A.B.   Region   3   (Post
820201). 1p. 60918:350-60918:350.

repts  for  Feb   1992 for Dresden  Nuclear  Power

9203160059  Monthly  operating  re;
Station.Units 1.2 & 3.W/920302 Itr.

MAXWELL.D.C.,  SCHROEDER.C.W. Commonwealth  Edison Co.  92/02/29,  30pp.
60970:310-60970:339.

9203090003 Forwards fitness-for-duty performance data for 6-month period ending
911231.

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc-
ument Control Desk). 23pp. 60862:070-60862:092.

S. Reportable occurrences, LERs & related correspondence

9203030123   Forwards   Rev   1   to   Part  21   rept,dtd   920204,re   Generators   EMD
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users.
MITCHELL.M.V. MKW Power Systems. Inc. 92/02/05. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1 p. 60804:346-60805:005.

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C
generator.Rev adds Oyster Creek plant to list of affected users.
? MKW Power Systems. Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp.
60804:347-60804:349.

9203180238 LER 92-005-00:on 920209,primary containment isolation valve closure
occurred.Caused by RWCU sys isolation.RWCU restart completed satisfactorily upon
repositioning of RWCU pressure control bypass valve.W/920303 Itr.
NEAL.K.H.,    SCHROEDER.C.W.    Commonwealth    Edison    Co.    92/03/03.    6pp.
60997:230-60997:235.

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok-
ing under DB condition.Design basis calculations will be performed.
KOVACH.TJ. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313.

9203270155 Ack actions taken in response to Confirmatory Action Ltr CAL-RIII-91-014
dtd 911022 re spent fuel pool crane operations & subsequent damage to fuel assem-
blies & grapple which occurred on 911018.

DAVIS.A.B. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co.
2pp. 61166:074-61166:075.

9203300199 Part 21 rept re potential failure of Eimwood/Fasco Definite purpose contac-
tors rnfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L  Nutherm International, Inc. 92/03/26. Ofc of  Enforcement (Post
870413). 14pp. 61209:198-61209:211.

U. Congressional/Executive Correspondence

9203090226 Advises that NRC insps & overview activities have shown that Zion station
performance continues to improve.per NRC 910802 & 0305 commitment.NRC plans
to continue to closely monitor programs & performance to ensure continued progress.
SELIN.I. Commissioners (Post 750119). 92/03/04. PORTER.J.E. House of Rep. 1p.
60948:035-60948:039.

V. Operator Examinations

9203130016 Advises that written & operating exams scheduled for wk of 92071 S.Util re-
quired to furnish ref matl listed in encl 1 at least 60 days prior to exam date in order
to meet schedule. Related info also encl.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/10. REED.C. Commonwealth Edison
Co. 11pp. 60886:073-60886:083.

9203240104 Requests info re positive testing of licensed operator for marijuana follow-
ing  random drug  test taken  on  920318,  including  details of  circumstances  re
occurrence.answers to questions listed in encl & other related info.
MILLER.H.J. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co.
8pp. 61054:214-61054:221.

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C.   Region   3  (Post  820201).   92/03/25.   Consumers  Power  Co.  3pp.
61110:314-61110:316.

DOCKET 50-250 TURKEY POINT PLANT, UNIT 3

P. Security, medical, emergency & fire protection plans

9203040168 Forwards "Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Re-
lease Rept.Jul-Dec 1991," Health Physics Procedure O-HPS-042.8, "Dewatering Con-
trols for Radwaste Liners" & Rev 8 to PT-51, "Solidification...."
PLUNKETT.T.F. Florida Power & Light Co. 92/02/28. Document Control Branch (Doc-
ument Control Desk). 1 p. 60802:306-60803:056.

-9203040173 Health Physics Procedure O-HPS-042.8, "Dewatering Controls for Rad-
waste Liners."
* Florida Power & Light Co. 91/10/22. 11pp. 60802:334-60802:344.

9203090250 Forwards summary of changes to Rev 11 to training & qualification plan
submitted via 911014 Itr.Previously submitted Rev 11 withdrawn & replaced w/encl
rev.Rev withheld.

PLUNKETT.T.F. Florida Power & Light Co. 92/03/05. Document Control Branch (Doc-
ument Control Desk). 1 p. 60852:273-60852:273.

9203170360 Informs that util.in cooperation w/state of FL & county emergency re-
sponse agencies.will conduct exercise of plant radiological emergency plan on
920506.Scenario package for exercise encl.W/o encl.

PLUNKETT.T.F. Florida Power & Light Co. 92/03/06. Document Control Branch (Doc-
ument Control Desk). 1p. 60974:337-60974:337.

9203170222   Revised   Emergency   Plan   Implementing   Procedure   20106,   "Natural
Emergencies."W/920309 Itr.
PLUNKETT.T.F. Florida Power & Light Co. 92/03/09. 39pp. 60982:001-60982:039.

9203260101 Forwards insp repts 50-250/92-05 & 50-251/92-05 on 920218-21 .No viola-
tions or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 92/03/18. GOLDBERG.J.H. Florida Power &
Light Co. 4pp. 61083:185-61083:189.

-9203260106 Partially withheld insp repts 50-250/92-05 & 50-251/92-05 on 920218-21
(ref   10CFR73.21).No   violations   noted.Major   areas   inspected-.physical   security
program.including security program plans & audit & detection & assessment aids.
THOMPSON.D., MCGUIRE.D.R. Region 2 (Post 820201). 92/03/16. 1 p. 61083:189-
61083:189.

J. Insurance & indemnity information

9203240369   Lists   nuclear   property   insurance   programs.per   requirements   under
10CFR50.54(w)(3).

BOHLKE.W.H. Florida Power & Light Co. 92/03/18. Document Control Branch (Docu-
ment Control Desk). 2pp. 61093:348-61093:349.Fitting."
